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PART III 

Stores Purchase 


Health Services Department 


TENDER NOTICES 


(i) 

No. S3/2944/11/HDS/A. 


23rd March 2011. 


Sealed tenders in the prescribed forms are invited for 
the supply of Multiprong Radio Frequency Ablation 
System—INo. to Medical College Hospital, Kozhikode. 
Specification available along with the tender form. 

Superscription tender number should be specifically 
noted as No. S3/2944/11/HDS/A. 


Price of tender (including ST)—" 2,600. 

Date and time for close of sale of tender form— 
21-5-2011 at 3 p. m. 

Date and time for receipt of tender—23-5-2011 
at 5 p. m. 

Date and time for opening of tender—24-5-2011, 
12 Noon. 


Date upto which the rates are to firm—30-6-2011. 

Address of Officer from whom tender forms are to 
be obtained and whom tenders are to be sent—The 


Superintendent, Medical College Hospital, Kozhikode-8. 
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( 2 ) 

No. S3/12486/2010. 6//? April 2011 . 


Sealed tenders in the prescribed forms are invited for 
the supply of the following items to Medical College 
Hospital, Kozhikode. 


SI. 

No. 

Name of item 

Quantity 

Required 

1 

Iron cot with side rail 

35 Nos. 

2 

Iron cot ordinary 

114 „ 

3 

ICU foulers cot 

3 „ 

4 

Steel Almirah big 

2 „ 


Superscription tender number should be specifically 
noted as No. S3/12486/2010. 

Price of tender (including ST)—" 1,600 

Date and time for close of sale of tender forms— 
16-5-2011 at 3 p. m. 

Date and time for receipt of tender—17-5-2011 
at 5 p. m. 

Date and time for opening of tender—18-5-2011 
at 12 noon. 

Date upto which the rates are to firm—30-6-2011. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Kozhikode-8. 
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0S6H3(8 d0>lG§6TT3 0001(0)00) 0)1 (0)0)1 (0)^0 (0)2(0)01^0— 

17- 5-2011, 000100^6(0)00 5 26ml. 
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Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 


TENDER NOTICE 

No. S-6959/2010. 1st April 2011. 


Sealed tenders in the prescribed forms are invited for 
the supply of the following items to Govt. General 
Hospital, Kozhikode. 


SI. 

No. 

Name of item 

Quantity 

Required 

1 

Langen Back Retractor 

1 No. 

2 

Mayors Scissor small 

1 „ 

3 

Mosquito Forceps 

50 Nos. 

4 

Vasectomy Dissecting Forceps 

10 „ 

5 

Vasectomy Holding Forceps 

10 „ 


Superscription tender number should be specifically 
noted as No. S-6959/2010. 

Estimate Cost—" 30,000. 

EMD—1% 

Price of tender —" 300 + 4% VAT + 1% Cess on VAT. 

Last date and time of close of sale of tender forms— 

24- 5-2011 at 3 p. m. 

Last date and time of receipt of tender forms— 

25- 5-2011 at 12 Noon. 

Date and time for opening of tender— 
25-5-2011, 2 p.m. 

Date upto which the rates are to firm—31-12-2011. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Govt. General Hospital, Calicut-673 032. 
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Gc0>O<plGc00OS-32. 

Govt. General Hospital, (Sd.) 

Kozhikode. Superintendent. 











